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me following tabic Has allegedly extracted from official documen is It 
: .ports to give the total rubber of barrels ( Rollreif enf aesser) su-. table 
i the ti aneT.ortation of iicirid fuels at each of the DHZ Kr af to toff e- und 
’ihier&ioqls braneiies ( Nleder las sungen } 9 The, average content of each barrel 
Is riven an £QQ liters i . 
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The above table includes 7, 8 DC barrels which were delivered bv bi.senwerk 
d}-ale during the course of 19‘-3* It is believed that these barrels were 
rlginaily scheduled for the Volkspoliseij 1H Z KuM had planned to receive 
10c 000 nev barrels during 1911 and had not expected any increase during 1953 b 
The new containers^ however, ere very poorly made? the bands around the 
circumference of the barrels, instead of being separate pieces of metal ' 
bound around the surface* are merely ridges pressed out of the barrel surf ace „ 
The sine coating is so thin that barrels received in the third quarter cf 
? 953 a?® already beginning tc rust* Ifcreover, the screw tops, to the containers 
are not properly machined to prevent, leakage * 
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